MINUTES OF THE MEETING 
COMMISSION ON CHICAGO LANDMARKS 
NOVEMBER 7, 2013 


The Commission on Chicago Landmarks held their regularly scheduled meeting on November 7, 
2013. The meeting was held at the City Hall, 121 N. LaSalle St., Room 201-A, Chicago, Illinois. 
The meeting began at 12:45 p.m. 

PHYSICALLY PRESENT: 

Rafael Eeon, Chairman 
Jim Houlihan, Vice Chairman 
Andrew Mooney, Secretary 

Commissioner of the Department of Housing and Economic Development 
Anita Blanchard 
Victor Ignacio Dziekiewicz 
Ernest Wong 


ABSENT: 

Tony Hu 
Mary Ann Smith 

John Baird, Commissioner Emeritus 

AESO PHYSICALLY PRESENT: 

Eleanor Gorski, Director of Historic Preservation 

Department of Housing and Economic Development 
Eisa Misher, Department of Eaw, Real Estate Division 
Members of the Public 

(The list of those in attendance is on file at the Commission office.) 

A recording of this meeting is on file at the Department of Housing and Economic Development, 
Historic Preservation Division offices and is part of the public record of the regular meeting of 
the Commission on Chicago Eandmarks. 


Commissioner Eeon called the meeting to order. He announced that the agenda items related to 
Wrigley Eield would be heard at the end of the meeting. 


1. Approval of the Minutes of Previous Meeting 

Regular Meeting of October 3, 2013 

Motioned by Blanchard, seconded by Wong, Approved unanimously, (6-0) 



2. Preliminary Landmark Recommendation 

CAIRO SUPPER CLUB BUILDING WARD 46 

4015-4017 N. Sheridan Rd. 

Abby Sullivan, representing Alderman Cappleman, spoke in support of the designation. 
Patrick Thompson, attorney for Thorek Hospital - the owner, asked for a 30-day extension to 
consider the landmark designation. Vote to allow the 30-day extension to recommend 
preliminary landmark designation for the CAIRO SUPPER CLUB BUILDING and initiate 
the consideration process for possible designation of the building as a Chicago Landmark; 
the item will be considered at the December 5, 2013 regular Commission meeting. 

Motioned by Houlihan, seconded by Dziekiewicz, Approved unanimously, (6-0) 


3. Report from the Department of Housing and Economic Development 

(Former) JAMES MULLIGAN PUBLIC SCHOOL BUILDING WARD 43 

1855-1863 N. Sheffield Ave. 

Vote to accept the Department’s Report for the building and take the next step in the designation 
process to request the consent from the property owners. 

Motioned by Wong, seconded by Dziekiewicz, Approved unanimously, (6-0) 


4, Recommendation to City Council for Approval of Class L Property Tax Incentive 

333 N, MICHIGAN AVE, BUILDING WARD 42 

333 N, Michigan Ave, 

Vote to approve the recommendation to City Council to for the Class L Property Tax 
Incentive for the 333 N, MICHIGAN AVENUE BUILDING. 

Motioned by Blanchard, seconded by Dziekiewicz, Approved unanimously, (6-0) 


5, Class L Property Tax Incentive - Final Certification 

WRIGLEY BUILDING WARD 42 

400 N, Michigan Ave, 

Vote to approve the resolution to certify that the project has been substantially completed in 
accordance with the approved ordinance and meets the eligibility requirements for the Class 
L incentive for the building at the WRIGLEY BUILDING, 

Motioned by Wong, seconded by Blanchard, Approved unanimously, (6-0) 




6, Permit Review Committee Reports 


Report on Projects Reviewed at the October 3, 2013 Permit Review Committee Meeting 

Ernest Wong, Chair of the Permit Review Committee, presented the report from the Permit 
Review Committee meeting of October 3, 2013 (see attached). 

Report on Permit Decisions by the Commission Staff for the month of October 2013 

Dijana Cuvalo presented the staff report for the month of October 2013 (see attached). 


7. Announcements 


Schedule for 2014 Regular Commission Meetings 
Schedule for 2014 Permit Review Committee Meetings 

ANNOUNCED: The schedule of the 2014 Commission and Permit Review Committee 
Meetings has been finalized. The Commission’s regular meetings and 
PRC meetings will be held the first Thursday of each month in 2014. The 
list of dates will also be posted on the Department of Housing and 
Economic Development’s website. 


8. Pre-Permit Review 


WRIGLEY FIELD WARD 44 

1060 W. Addison St, 

Revisions to previously approved master plan at Sheffield Avenue elevation: 

1. Expand United Club and Sheffield grill at south-east corner of field 

2. Move east exterior brick wall 25’ to the east from its current location (10’ 
further than what was previously approved). 

3. Expand bleacher deck at right outfield by 16’ (8’ previously approved) to the 
east 

Eleanor Gorski presented the proposed changes to the master plan. David Reifman answered 
questions on behalf of the ownership. Approximately 10 members from the public made 
comments. Vote to accept the staff recommendation for the proposed revision to the master 
plan. 

Motioned by Houlihan, seconded by Blanchard. Approved unanimously. (6-0) 




9. Amended Recommendation to City Council for Approval of Class L Property Tax 
Incentive 

WRIGLEY FIELD WARD 44 

1060 W. Addison St, 

Vote to approve the recommendation to City Council to amend the Class L Property Tax 
Incentive for WRIGLEY FIELD. 

Motioned by Wong, seconded by Dziekiewicz, Approved unanimously, (6-0) 

10, Adjournment 

There being no further business, the meeting was adjourned at 2:22 p.m. 

Motioned by Wong, Approved unanimously, (6-0) 


Andrew Mooney, Secretary 




PERMIT REVIEW COMMITTEE REPORT TO 
COMMISSION ON CHICAGO EANDMARKS 
December 5, 2013 

The Permit Review Committee (PRC) met on November 7, 2013, at 1:30 p.m. The meeting was 
held at 121 N. EaSalle St., in Room 1003A. 

Present: Ernest Wong, Chair 

Victor Dziekiewicz 
James Houlihan 

Staff: Eleanor Gorski, Director of Historic Preservation 

Dijana Cuvalo 
Cynthia Roubik 
Eawrence Shure 

The following projects were reviewed by the PRC: 

1. 2210 N. Cleveland 

(Mid-North District - 43"^'* Ward) 

Proposal: Proposed enlargement of an existing 1-story glass enclosure on the front 

of the building to 2 stories and construction of a new roof deck with stair 
and elevator enclosures and a glass safety rail. 

Action: Approved unanimously with the following conditions: 

1. Historic Preservation staff shall review and approve a sample of the 
zinc cladding for the rooftop enclosure prior to order and installation; 

2. The proposed switchable glass (from transparent to translucent) may 
be used for both the first and second floor glass enclosure on the front 
of the home; and, 

3. The proposal requires a zoning variation and/or adjustment, and the 
Commission takes no position regarding any requested 
variance/adjustment relative to the zoning requirements. 


2. 1365 N. Milwaukee 

(Milwaukee Avenue District - H* Ward) 

Proposal: Proposed new 2-story masonry building with the 2"‘*-fioor set back from 

Milwaukee Avenue for restaurant use on vacant lot. 

Action: Approved unanimously with the following conditions: 

1. The Milwaukee Avenue fa 9 ade design shall be modified to have 
folding windows instead of sliding windows at a minimum of 3’wide 



each, the parapet shall have a more detailed recessed brick panel, and 
the vertical piers shall incorporate a raised base to be more compatible 
with the architectural character of the historic properties of the district; 

2. The second-floor level, set back from the front fa 9 ade by a minimum 
of 46’ and measuring 27’ from grade to the top of the roof will not be 
visible from Milwaukee Avenue and is approved as proposed. Any 
rooftop elements such as landscaping in built-in planters, trellises, or 
code-required railings shall be set back and low enough so as not to be 
visible from Milwaukee Avenue; and, 

3. The brick proposed for the front fa 9 ade shall be standard modular¬ 
sized face brick and the storefront mullions shall be a dark color/finish. 
Exterior wall material samples shall be reviewed and approved by 
Historic Preservation staff as part of the permit application. 


3. 2952 W, Armitage 

(Logan Square Boulevards District - 35**' Ward) 

Proposal; Proposed new 1-story L-shaped masonry addition to an existing 1-story 
non-contributing restaurant building. 

Action: Approved unanimously with the following conditions: 

1. The brick proposed for the addition’s south, west, and north fa 9 ades 
should not be painted white because painted white brick is not 
compatible with the district in general character, color, and texture. 
These facades shall be clad with a standard modular-sized face brick 
of an earth-tone color compatible with the historic brick colors in the 
district. The existing non-contributing structure’s painted brick 
facades may be repainted to match the color of the new addition’s 
brick so that the restaurant can have a unified appearance. Exterior 
wall material samples shall be reviewed and approved by Historic 
Preservation staff as part of the permit application; and, 

2. The addition’s Humboldt fa 9 ade shall be enhanced, such as by 
providing more windows or other articulation. 


4. 2310-38 S. Indiana 

(Motor Row District - 3’^‘* Ward) 

Proposal: Proposed two, 173 sq. ft. and 208 sq. ft., non-illuminated wall signs for “J 

& J Motor Service, Inc.” on the east fa 9 ades of two 1-story buildings and 
proposed 5 new perforated metal awnings on the east fa 9 ades of two 
historic masonry buildings. 

Action: Approved unanimously with the following conditions: 



1. The two non-illuminated flat wall signs, sized at 173 sq. ft. and 208 sq. 
ft. and proposed to be mounted at the center of the flat parapets of the 
non-contributing 1-story garage structures, are approved as proposed; 
and, 

2. The five perforated metal awnings of the east elevations of the historic 
structures at 2326 and 2338 S. Indiana were seen by the Committee 
not as awnings but rather as ‘tilted signs’ due to their materials, 
location, and shallow depth. The five tilted signs shall be installed 
within the masonry openings. 



Permit Review Activity 

November, 2013 

Report to the Commission on Chicago 


Date rec'd 

Correc'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

11/1/2013 


2013-1904 

20 N. Wacker 

100515258 

Civic Opera House 

42 

11/1/2013 


2013-1905 

20 N. Wacker 

100515752 

Civic Opera House 

42 

11/1/2013 


2013-1906 

520 S. Michigan 

100515690 

Historic Michigan Boulevard 
District 

2 

11/1/2013 


2013-1907 

1700 N. North Park 

100515809 

Old Town Triangle District 

43 

10/22/2013 

10/30/2013 

2013-1908 

1293 N. Milwaukee 

100512763 

Milwaukee Avenue District 

2 

11/1/2013 


2013-1909 

531 S. Plymouth 

100503065 

Printing House Row District 

2 

11/1/2013 


2013-1910 

209 S. LaSalle 

100515848 

Rookery Building 

2 

11/4/2013 


2013-1911 

141 W. Jackson 

100515981 

Chicago Board of Trade Building 

2 

11/4/2013 


2013-1912 

55 E. Monroe 

100515982 

Historic Michigan Boulevard 
District 

42 

11/4/2013 


2013-1913 

400 N. Michigan 

100515984 

Wrigley Building 

42 

11/4/2013 


2013-1914 

2142 N. Cleveland 

Environmental 

Mid-North District 

43 

8/5/2013 

11/4/2013 

2013-1915 

6847 S. Cregier 

100469293 

Jackson Park Highlands District 

5 

11/4/2013 


2013-1916 

7 W. Madison 

100516044 

Chicago Building 

42 

9/12/2013 

11/4/2013 

2013-1917 

1261 N. Paulina 

100499105 

Milwaukee Avenue District 

1 

11/4/2013 


2013-1918 

1060 W. Addison 

100516064 

Wrigley Field 

44 

11/5/2013 


2013-1919 

17 N. State 

100505147 

Jewelers Row District 

42 

11/5/2013 


2013-1920 

17 N. State 

100505144 

Jewelers Row District 

42 


Thursday, December 05, 2013 


Total: 160 


Summary PRC Date 

Approval Conditions 

Approval 

Mechanical 

Electrical wiring - installation of 1 new strobe to be tied into the existing fire 
alarm system 11th floor interior only. 

11/1/2013 

Miscellaneous 

Change of electrical contractor for permit # 100498609. 

11/1/2013 

Mechanical 

Electrical - monthly maintenance for October 2013. 

11/1/2013 

Exterior 

Masonry work - tuckpoint all elevations of building at grade and masonry 
fence. Rebuild 66 If of north parapet wall, all work same as existing. Any 
replacement brick shall match existing in size, color, and finish. No other 
work to occur with this approval. 

11/1/2013 

Exterior and Interior 

Interior alterations and alterations to rear/secondary facades. 

11/1/2013 

Interior 

Interior alterations to a single condo unit. No changes to exterior. 

11/1/2013 

Mechanical 

Electrical work - structured cabling for office spaces and within existing 
risers only. 

11/1/2013 

Mechanical 

Monthly electrical maintenance 

11/4/2013 

Mechanical 

Electrical monthly maintenance 

11/4/2013 

Mechanical 

Electrical monthly maintenance 

11/4/2013 

Environmental 

Dry grinding only - grinding to be done carefully so as not to damage 
masonry units and surfaces. New mortar to match historic mortar in color, 
joint profile, texture, and strength/type. NO SANDBLASTING OR 
CHEMICAL CLEANING ALLOWED WITH THIS PERMIT. 

11/4/2013 

Exterior and Interior 

Exterior and interior rehabilitation including new dormers and bay addition 
on rear fagade. Alterations to front fagade is limited to new clad-wood 
double-hung windows and a new panelled front door. 

11/4/2013 

Scaffold 

Erect 7 scallolds from 11/4/13 to 11/4/14. No other work to occur with this 
approval. 

11/4/2013 

Sign 

New sign for "Hinge Gallery" 6'-6” x 8" mounted in front of glass transom 
as per Landmark stamped plans dated 11/4/13. 

11/4/2013 

Mechanical 

Electrical maintenance for the month of November 

11/4/2013 

Sign 

Non-illuminated painted aluminum flat sign on pier for "Express" 3' x 3' as 
per Landmark stamped plans dated 11/5/13. 

11/5/2013 

Sign 

Non-illuminated painted aluminum flat sign on pier for "Express” 3' x 3' as 

11/5/2013 


per Landmark stamped plans dated 11/5/13. 
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Date rec'd 

11/5/2013 

Correc'd 

Rev # 

2013-1921 

Address 

17 N. State 

Permit # 

100505128 

Landm ark/District 

Jewelers Row District 

Ward 

42 

11/5/2013 


2013-1922 

17 N. State 

100505135 

Jewelers Row District 

42 

11/5/2013 


2013-1923 

17 N. State 

100505132 

Jewelers Row District 

42 

10/4/2013 

11/4/2013 

2013-1924 

2134W. Haddon 

100508011 

Ukrainian Village District 

32 


6/3/2013 

11/5/2013 2013-1925 

1730 N. Hudson 

100435021 

Old Town Triangle District 

43 

11/5/2013 

2013-1926 

50 W. Washington 

100516139 

Richard J. Daley Center 

42 

11/5/2013 

2013-1927 

880 N. Lake Shore 

100516103 

860-880 N. Lake Shore Drive 

42 

11/5/2013 

2013-1928 

50 W. Washington 

100516138 

Richard J. Daley Center 

42 

11/5/2013 

2013-1929 

800 N. Michigan 

100516017 

Chicago Water Tower District 

42 

10/4/2013 

11/5/2013 2013-1930 

1200 N. Ashland 

100507882 

Home Bank and Trust Company 
Building 

1 

11/5/2013 

2013-1931 

209 S. LaSalle 

100516219 

Rookery Building 

42 

11/5/2013 

2013-1932 

600 W. Chicago 

11516222 

Montgomery Ward 

27 

11/5/2013 

2013-1933 

1537 N. Damen 

100516257 

Milwaukee Avenue District 

1 


11/5/2013 

2013-1934 

141 W. Jackson 

100515440 

Chicago Board of Trade Building 

2 

11/5/2013 

2013-1935 

2208 N. Cleveland 

100516283 

Mid-North District 

43 


Summary 

PRC Date 

Approval Conditions 

Approval 

Sign 


Painted aluminum flat sign in front of glass transom for "Express" 39'-4'' x 

2'-9'' with illuminated letters only as per Landmark stamped plans dated 
11/5/13. 

11/5/2013 

Sign 


Painted aluminum flat sign in front of glass transom for ''Express''10'-10'' x 

2'-9'' with illuminated letters only as per Landmark stamped plans dated 
11/5/13. 

11/5/2013 

Sign 


Painted aluminum flat sign in front of glass transom for "Express" 10'-9" x 

2'-9" with illuminated letters only as per Landmark stamped plans dated 
11/5/13. 

11/5/2013 

Exterior and Interior 08/01/13 

Interior and exterior: Rehab existing single family residence with rear open 
new deck as per Historic Preservation stamped plans. Project Includes 
new dormers, new front fagade windows with simulated divided lights, and 
masonry repair work. Any new brick to match historic size, color, texture 
and coursing. New mortar to match color, texture and joint profile of 
historic. New limestone to match historic color, texture and appearance. 
Any cleaning to be non-abrasive and to be applied for under separate 
permit. Existing canopy to be rebuilt to match. 

11/4/2013 

New Construction: 
Addition 

06/04/13 

Interior and exterior: Third story addition to existing two-story masonry 
coach house per Historic Preservation stamped plans dated 11/5/13. Wood 
siding to be installed on the front elevation, and fiber cement siding with a 
smooth finish on secondary elevations. 

11/5/2013 

Miscellaneous 


Miscellaneous: Erect and Install 2013 Christmas tree from 11/8/13 to 

1/9/14. 

11/5/2013 

Mechanical 


Electrical only: Unit 18A, relocate 60 amp fuse box, remove old wiring and 
replace with new. 

11/5/2013 

Miscellaneous 


Miscellaneous: Reinstate Santa House permit for Daley Plaza. 

11/5/2013 

Mechanical 


Electrical low voltage work 

11/5/2013 

Interior 

4/6/2006 

Interiors only: Interior remodeling of an existing CVS store per Historic 
Preservation stamped plans dated 11/5/13. 

11/5/2013 

Mechanical 


Electrical only: Monthly maintenance. 

11/5/2013 

Mechanical 


Electrical only: Monthly maintenance 

11/5/2013 

Exterior 


Exterior: Tuckpoint 850 sq.ft., replace 65 bricks on north, south and east 
elevations. Any new masonry to match size, color, texture and appearance 
of exisitng historic masonry. New mortar to match color, type, texture and 
joint profile of historic. No window replacement or other work permitted with 
this approval. 

11/5/2013 

Mechanical 


Electrical only: Access control system. No other work. 

11/5/2013 

Exterior 


Exterior: Replace front fagade windows to match existing. New windows to 
entirely fill masonry openings with brick mold profiles per submitted 
exhibits. No other work permitted. 

11/5/2013 


Thursday, December 05, 2013 
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Date rec'd 

Correc'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

9/20/2013 

11/6/2013 

2013-1936 

3201 W. Fullerton 

100501201 

Logan Square Boulevards District 

35 

11/6/2013 


2013-1937 

620 S. Federal 

100515385 

Printing Flouse Row District 

2 

11/6/2013 


2013-1938 

600 W. Chicago 

100516045 

Montgomery Ward & Co. Catalog 
Flouse 

27 

11/6/2013 


2013-1939 

432 W. Arlington 

100515875 

Arlington and Roslyn Place 

District 

43 

11/6/2013 


2013-1940 

50 W. Washington 

100516371 

Richard J. Daley Center 

42 

11/6/2013 


2013-1941 

50 W. Washington 

100516372 

Richard J. Daley Center 

42 

11/6/2013 


2013-1943 

50 W. Washington 

100516373 

Richard J. Daley Center 

42 

11/6/2013 


2013-1944 

50 W. Washington 

100516374 

Richard J. Daley Center 

42 

11/6/2013 


2013-1945 

50 W. Washington 

100516375 

Richard J. Daley Center 

42 

11/6/2013 


2013-1946 

50 W. Washington 

100516347 

Richard J. Daley Center 

42 

11/6/2013 


2013-1947 

50 W. Washington 

100516376 

Richard J. Daley Center 

42 

11/6/2013 


2013-1948 

179 E. Lake Shore 

100516456 

East Lake Shore Drive District 

42 

11/6/2013 


2013-1949 

3213 S. Calumet 

Environmental 

Calumet-Giles-Prairie District 

2 

11/6/2013 


2013-1950 

20 N. Wacker 

100516433 

Civic Opera House 

42 

11/6/2013 


2013-1951 

50 W. Washington 

100516480 

Richard J. Daley Center 

42 

11/7/2013 


2013-1952 

701 N. Michigan 

100516458 

Allerton Hotel 

42 

11/7/2013 


2013-1953 

416 W. Webster 

100515818 

Mid-North District 

43 

11/7/2013 


2013-1954 

140 S. Dearborn 

100515546 

Marquette Building 

42 

10/29/2013 

11/7/2013 

2013-1955 

141 W. Jackson 

100514594 

Chicago Board of Trade Building 

2 


Thursday, December 05, 2013 


Summary 

PRC Date Approval Conditions 

Approval 

Sign 

Signage: Installation of 13'-0 x 3'-8'' sign with reverse illuminated channel 
letters on 2" wireway, attached through mortar joints. No other work 
permitted. 

11/6/2013 

Mechanical 

Installation of 1 bridge and platform lift and 1 platform lift at the rear of the 
building. No window replacement or other exterior work to occur with this 
approval. 

11/6/2013 

Mechanical 

Electrical wiring - security system work. No other work to occur with this 
approval. 

11/6/2013 

Mechanical 

Electrical work: install (3) 20A and (1) 15A circuits for kitchen and 
bathroom in Unit 1 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Mechanical 

Interiors only: New plumbing fixutes in two bathrooms and new lighting 
throughout. No window replacement. 

11/6/2013 

Environmental 

Environmental: Dry grinding only. Care to be taken no to damage 
surrounding masonry units. 

11/6/2013 

Mechanical 

Electrical work for office space on 37th floor - interior work only. 

11/6/2013 

Exterior 

Reinstatement of permit for Chriskindlemarket, set up 11/7/13 and takedown 
12/27/13. 

11/6/2013 

Mechanical 

Electrical only: Monthly maintenance. No other work. 

11/7/2013 

Exterior 

Exterior: Replace 1 door at the front of the building, below the stairs per 
submitted exhibits. No other work permitted. 

11/7/2013 

Interior 

Interiors only: Inteirors on 12th floor per Historic Preservation stamped 
plans dated 11/7/13. Nootherwork. 

11/7/2013 

Interior 

Interiors only: Alterations to existing office suite 0380 per Historic 
Preservation stamped plans dated 11/7/13. No other work. 

11/7/2013 
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Date rec'd Correc'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

Summary 

PRC Date Approval Conditions 

Approval 

11/7/2013 

2013-1956 

224 S. Michigan 

100516639 

Historic Michigan Boulevard 
District 

42 

Interior 

Interiors only: Patch and repair ceilings on the 6th floor. No other work. 

11/7/2013 

11/7/2013 

2013-1957 

104 S. Michigan 

100514688 

Historic Michigan Boulevard 
District 

42 

Interior 

Inteirors only: Remodel and add work room to suite 500 per Historic 
Preservation stamped plans dated 11/7/13. No other work. 

11/7/2013 

11/7/2013 

2013-1958 

20 N. Wacker 

100513514 

Civic Opera House 

42 

Interior 

Interiors only: Interior renovations in existing office building to the office 
space on the 37th floor, suite 3720 per Historic Preservation stamped 
plans dated 11/7/13. 

11/7/2013 

11/7/2013 

2013-1959 

20 N. Wacker 

100510339 

Civic Opera House 

42 

Interior 

Interiors only: Alterations on the 31st floor, suite 3120 per Historic 
Preservation stamped plans dated 11/7/13. No other work. 

11/7/2013 

10/23/2013 11/7/2013 

2013-1960 

333 N. Michigan 

100514441 

333 N. Michigan Building 

42 

Mechanical 

Modernize three elevators: new controllers, door operators, C.O.P.s, 
intercom system, doors, safeties, hall buttons, and car stations on elevators 

3, 4, and 5 for 24 floors pursuant to scope of work submitted and approved 
by Landmarks 11/7/13. No alterations to ground floor elevator lobby walls, 
cab doors or fixtures. No additional work approved with this permit. 

11/7/2013 

11/7/2013 

2013-1961 

200 S. Michigan 

100513813 

Historic Michigan Boulevard 
District 

42 

Interior 

Interiors only: Inteiror build-out of office space on 8th floor per Historic 
Preservation stamped plans dated 11/7/13. No other work. 

11/7/2013 

11/8/2013 

2013-1962 

120 E. Bellevue 

100516604 

Lathrop House 

42 

Exterior 

Mechanical: Replace (2) kitchen fans with upblast fans. No other work. 

11/8/2013 

11/8/2013 

2013-1963 

18 S. Michigan 

100516743 

Gage Group 

42 

Mechanical 

Electrical only: Install 160 CAT 5E data cables for tenant on the 12th floor. 

No other work. 

11/8/2013 

11/8/2013 

2013-1964 

50 W. Washington 

100516518 

Richard J. Daley Center 

42 

Mechanical 

Electrical only: Temporary wiring for vendor booths in Daley Plaza 

11/8/2013 

11/8/2013 

2013-1965 

1462 N. Milwaukee 

100515681 

Milwaukee Avenue District 

1 

Exterior 

Exterior: Replace existing rear metal open porch per Historic Preservation 
stamp plans dated 11/8/13. No other work. 

11/8/2013 

11/8/2013 

2013-1966 

141 W. Jackson 

100516772 

Chicago Board of Trade Building 

2 

Interior 

Interiors: Repair/replace drywall, counters, toilet stalls, plumbing fixtures, 
ceiling tiles and vestibule doors/carpet for work to bathrooms on 2nd and 
third floors. No other work permitted. 

11/8/2013 

11/8/2013 

2013-1967 

1433 W. Leland 

100516828 

Dover Street District 

46 

Interior 

Interior: Basement bathroom remodel in unit 1W: replace plumbing fxitures, 
medicine cabinet and accessories. All work same as exisitng. No exterior 
work permitted. 

11/8/2013 

11/8/2013 

2013-1968 

3213 S. Calumet 

100516847 

Calumet-Giles-Prairie District 

2 

Exterior 

Exterior: Repair/replace north parapet wall. Salvageable masonry to be 
retained and reinstalled. Any new masonry to match historic size, color, 
texture and appearance. No other work permitted. 

11/8/2013 

4/29/2013 11/8/2013 

2013-1969 

1513 N. Milwaukee 

100479273 

Milwaukee Avenue District 

1 

Sign 

Projecting sign 2'-6'' diameter and 6" thick with painted metal faces and 
illuminated lettering/logo only for "Yogurt & Smoothies" as per Landmark 
stamped plans dated 11/8/13. 

11/8/2013 

11/8/2013 

2013-1970 

1410 N. Hoyne 

100516569 

Wicker Park District 

32 

Exterior 

Exterior: 125'long wood stockage fence in the north side yard. Not to 
extend into the front yard, per submitted exhibit. 

11/8/2013 

11/8/2013 

2013-1971 

600 E. Grand 

100516668 

Navy Pier 

42 

Mechanical 

Electrical only: Temporary lighting and power for the National Instrument 
Days event at Navy Pier. 

11/8/2013 


Thursday, December 05, 2013 
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Date rec'd 

Correc'd Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

Summary PRC Date 

Approval Conditions 

Approval 

11/12/2013 

2013-1972 

2221 W. North 

100517103 

Wicker Park District 

1 

Miscellaneous 

Revision to permit #100475840 to change plumbing contractor to Shields 
Enterprises Inc. 

11/12/2013 

11/8/2013 

2013-1973 

2108 N. Bissell 

100515035 

Bissell Street District 

43 

New Construction: 

Addition 

New rear addition and rear porch as per Landmark stamped plans dated 
11/12/13. NO changes to Bissell street fagade, windows, or roofllnes. 

11/12/2013 

11/12/2013 

2013-1974 

135 S. LaSalle 

100517144 

Field Building 

42 

Miscellaneous 

Change HVAC contractor for permit #100495921 

11/12/2013 

11/12/2013 

2013-1975 

310 S. Michigan 

100517148 

Historic Michigan Boulevard 
District 

2 

Scaffold 

Scaffolding from 11/12/13to 11/12/14 

11/12/2013 

11/12/2013 

2013-1976 

17 E. Monroe 

100516996 

Palmer House Hotel 

42 

Mechanical 

Electrical work: repair and replace existing fixtures and devices on 16th, 

22nd, and 23rd floors only. 

11/12/2013 

11/12/2013 

2013-1977 

4828 S. Kimbark 

100516555 

Kenwood District 

4 

Mechanical 

Electrical work: installatio of (4) can lights and (5) outlets on existing 
circuits - interior work only. 

11/12/2013 

11/12/2013 

2013-1978 

330 N. Wabash 

100517155 

IBM Building 

42 

Interior 

Install one a/c imot om storage room 3736 to serve room 3737. INTERIOR 
WORK ONLY. 

11/12/2013 

11/12/2013 

2013-1979 

230 N. Michigan 

100516732 

Carbide & Carbon Building 

42 

Mechanical 

Electrical low voltage work 

11/12/2013 

11/12/2013 

2013-1980 

50 W. Washington 

100516737 

Richard J. Daley Center 

42 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1981 

141 W. Jackson 

100516739 

Chicago Board of Trade Building 

2 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1982 

121 N. LaSalle 

100516740 

City Hall - County Building 

42 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1983 

333 N. Michigan 

100516932 

333 N. Michigan Building 

42 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1984 

209 S. LaSalle 

100516938 

Rookery Building 

2 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1985 

600 E. Grand 

100516951 

Navy Pier 

42 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1986 

125 S. State 

100516953 

Palmer House Hotel 

42 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1987 

53 W. Jackson 

100516954 

Monadnock Building 

2 

Mechanical 

Electrical monthly maintenance from October to December 2013. 

11/12/2013 

11/12/2013 

2013-1988 

11201 S. Cottage Grove 

100514105 

Pullman District 

9 

Interior 

New permit application number for previously approved scope of work as 
per Review #2012-0823: Repair/replace interior strutural members as per 
Landmarks stamped plans dated 6/13/2012. Building structural members 
shall be braced/supported during construction. No window replacement or 
other work allowed. 

11/12/2013 

11/12/2013 

2013-1989 

520 N. Michigan 

100517176 

McGraw-Hill Building 

42 

Mechanical 

Electrical - Install CCTV system. Interior work only, floors basement 
through 5. 

11/12/2013 

11/12/2013 

2013-1990 

120 E. Bellevue 

Environmental 

Lathrop House 

43 

Environmental 

Dry grinding only: grinding to be done carefully so as not to damage 
masonry pieces or surfaces. New mortar to match historic mortar in color, 
joint profile, texture and strength/type. NO sandblasting or chemical 
cleaning allowed. 

11/12/2013 

11/12/2013 

2013-1991 

39 S. LaSalle 

100517226 

New York Life Building 

42 

Mechanical 

Electrical wiring - relocate existing receptacle for new location of 

Starbucks equipment. 

11/12/2013 

11/13/2013 

2013-1992 

636 S. Michigan 

100517256 

Blackstone Hotel 

2 

Mechanical 

Electrical: Maintenance only. No other work. 

11/13/2013 
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Date rec'd 

11/13/2013 

Cor rec'd 

Rev # 

2013-1993 

10/17/2013 

11/13/2013 

2013-1994 

10/17/2013 

11/13/2013 

2013-1995 

10/17/2013 

11/13/2013 

2013-1996 

10/29/2013 

11/13/2013 

2013-1997 

10/29/2013 

11/13/2013 

2013-1998 

10/25/2013 

11/13/2013 

2013-1999 

10/17/2013 

11/13/2013 

2013-2000 

10/16/2013 

11/13/2013 

2013-2001 

11/13/2013 


2013-2002 

11/14/2013 


2013-2003 

11/14/2013 


2013-2004 

11/14/2013 


2013-2005 

11/14/2013 


2013-2006 

11/14/2013 


2013-2007 

11/14/2013 


2013-2008 

11/14/2013 


2013-2009 

11/15/2013 


2013-2010 


Address Permit # 

4906 S. Washington Park100517275 


2310 S. Indiana 

100487327 

2330 S. Indiana 

100487290 

2326 S. Indiana 

100509991 

2338 S. Indiana 

100509994 

2326 S. Indiana 

100509985 

2326 S. Indiana 

100487280 

2338 S. Indiana 

100487277 

182W.Lake 

100507613 

932 E. 79th St. 

4522 N. Dover 

100517398 

100510313 

141 W. Jackson 

100516782 

2040 W. Thomas 

100517581 

2240 N. Geneva 

100517599 

4100 S. King 

100517324 

407 S. Dearborn 

100517631 

6711 S. Constance 

100517665 

410 N. Michigan 

100517567 


Landmark/District Ward 

Washington Park Court District 4 

Motor Row District 3 

Motor Row District 3 

Motor Row District 3 

Motor Row District 3 

Motor Row District 3 

Motor Row District 3 

Motor Row District 3 

Trustees System Service Building 42 

Chatham-Greater Grand 8 

Crossing 

Dover Street District 46 


Chicago Board of Trade Building 2 

Ukrainian Village District 32 

Mid-North District 43 

Metropolitan Apostolic Community 3 

Church Building 

Old Colony Building 2 

Jackson Park Highlands District 5 

Wrigley Building 42 


Thursday, December 05, 2013 


Summary 

PRC Date 

Approval Conditions 

Approval 

New Construction 


Erect a one-story rear deck to a single-family residence per Landmark 
stamped plans dated 10/24/13. No window replacement or additional work 
approved with this permit. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated flat wall sign 208 sq. ft. for "J & J Exhibitors Service, 

Inc" as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated flat wall sign 173 sq. ft. for "J & J Motor Service, Inc" 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated tilted sign 49 sq. ft. for "J-J" within masonry opening 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated tilted sign 61 sq. ft. for ”J-J” within masonry opening 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated tilted sign 49 sq. ft. for "J-J" within masonry opening 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 

11/07/13 

One non-illuminated tilted sign 49 sq. ft. for "J-J" within masonry opening 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Sign 


One non-illuminated tilted sign 61 sq. ft. for "J-J” within masonry opening 
as per Landmark stamped plans dated 11/13/13. 

11/13/2013 

Exterior 


Exterior: Replace existing 23rd floor roof deck for residential tower per 
Historic Preservation stamped plans dated 11/13/13. New roof deck no 
larger or taller than previous. 

11/13/2013 

Interior 


Address all plumbing violations and stop work order. 

11/13/2013 

New Construction: 
Addition 


New Construction: Single family renovation and rear addition per Historic 
Preservation stamped plans dated 11/14/13. New masonry to match historic 
in size, color, texture and appearance. New front stairs to be painted or 
stained. Existing front fapade windows and doors to remain. No other work 
permitted. 

11/14/2013 

Interior 


Interiors only: Interior alterations to existing office suite 2194 as per 

Historic Preservation stamped plans dated 11/14/13. No other work. 

11/14/2013 

Exterior 


Exterior: Replace winndows on east and west elevations (secondary), same 
as existing. No other work permitted. 

11/14/2013 

Miscellaneous 


Miscellaneous: Reinstate permit #100111627 and change GC to Owner. 

No change in scope of work previously approved. 

11/14/2013 

Mechanical 


Mechanical: Legalization of previously installed 4-stop passenger elevator. 
Elevator located at rear of south gangway, just outside of the landmark 
boundary. Installed prior to designation. 

11/14/2013 

Interior 


Interiors only: Exploratory openings in wall and ceilings for 9th floor only. 

No other work. 

11/14/2013 

Exterior 


Exterior: Replace 7 windows (incuding one bow-front window) per 
submitted exhibits. No other work permitted. 

11/14/2013 

Mechanical 


Electrical only: Access control panel. No other work. 

11/15/2013 
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Date rec'd 

Cor rec'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

11/15/2013 


2013-2011 

12 S. Michigan 

100514333 

Historic Michigan Boulevard 
District 

42 

11/15/2013 


2013-2012 

17 E. Monroe 

100517813 

Palmer House Hotel 

42 

11/15/2013 


2013-2013 

2208 W. Iowa 

100513065 

Ukrainian Village District 

32 

11/15/2013 


2013-2014 

6831 S. Euclid 

100517011 

Jackson Park Highlands District 

5 

11/18/2013 


2013-2015 

1540 N. Milwaukee 

100517891 

Milwaukee Avenue District 

1 

11/18/2013 


2013-2016 

6 N. Michigan 

100518003 

Historic Michigan Boulevard 
District 

42 

11/18/2013 


2013-2017 

20 N. Wacker 

100517998 

Civic Opera House 

42 

11/18/2013 


2013-2018 

20 N. Wacker 

100517997 

Civic Opera House 

42 

10/22/2013 

10/30/2013 

2013-2019 

1293 N. Milwaukee 

100512763 

Milwaukee Avenue District 

1 

11/18/2013 


2013-2020 

520 N. Michigan 

100518015 

McGraw-Hill Building 

42 

11/19/2013 


2013-2021 

55 E. Washington 

100517993 

Jewelers Row District 

42 

11/19/2013 


2013-2022 

50 W. Washington 

100518163 

Richard J. Daley Center 

42 

11/19/2013 


2013-2023 

17 N. State 

100516800 

Jewelers Row District 

42 

11/19/2013 


2013-2024 

600 W. Chicago 

100516262 

Montgomery Ward 

27 


Thursday, December 05, 2013 


Summary PRC Date 

Exterior 

Mechanical 

Exterior 

Exterior and Interior 

Mechanical 

Scaffold 

Mechanical 

Mechanical 

Interior 

Mechanical 

Interior 

Mechanical 

Exterior and Interior 

Interior 


Approval Conditions 

Exterior: Installation and operation of a Timberland 35 ton Stiffleg derrick to 
be located on the roof of the existing building per Historic Preservation 
stamped plans dated 11/15/13. 

Replacement of 364 lavs and faucets in bathrooms, work on 16th, 22nd and 
23rd floors - plumbing only. No other work to occur with this approval. 


Exterior: Replace all windows with new clad-wood windows. Front fagade 
brick molds to be exposed, repairs as necessary, and retained. No other 
work permitted with this approval. 

Exterior and interior work to include: replacement of damaged insulated 
window glazing in place at 14 windows at the side and rear of the house, 
same as existing; replacement of roof shingles with new architectural 
shingles to match existing; interior plaster repair and electrical wiring 
work. No window work or other work to the front fagade. 


Electrical work to address violations - remove and cap exposed wiring and 
broken gooseneck light fixtures. Historic pendant fixture above retail 
entrance to remain unchanged. 

Scaffolding from 1/18/13 to 11/18/14 

Electrical work - interior only on 12th Floor 
Electrical work - interior only on 19th Floor 

Interior alterations to a single tenant mercantile space as per Landmarks 
stamped plans 11/1/13. Work to Milwaukee Avenue fagade to be performed 
separately; signage for Milwaukee Avenue fagade to be permitted 
separately. 

Adding 2 new 20A circuits to new equipment in space 9005. Job 119-033. 


Miscellaneous; Second reinstatement of permit #100246589 and eliminate 
9th floor renovation of 17 units from permit #100246589. No other work. 


Electrical only: Installation of temporary low voltage cables for telephones 
in 20 locations for the Christmas Village Vendors. No other work. 


Interior and exterior: Revision to permit #100478209, interior alterations to 
ground floor retail space per Historic Preservation stamped plans dated 
11/19/13. Existing doors and storefronts to remain. Any signage to be 
applied for under separate permit. New transom glass to be clear vision, 
and any bulkhead repairs to match existing color, texture and appearance. 
No other work. 

Interiors only: Interior non-structural alterations of exisitng restaurant 
tenant space per Historic Preservation stamped plans dated 11/19/13. No 
impact to exterior doors or storefronts. 


Approval 

11/15/2013 

11/15/2013 

11/15/2013 

11/15/2013 

11/18/2013 

11/18/2013 

11/18/2013 

11/18/2013 

11/1/2013 

11/18/2013 

11/19/2013 

11/19/2013 

11/19/2013 

11/19/2013 
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Date rec'd 

Cor rec'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

11/19/2013 


2013-2025 

4136 S. Berkeley 

100512161 

Oakland District 

4 

11/19/2013 


2013-2026 

1430 N. Astor 

100518243 

Astor Street District 

43 

11/19/2013 


2013-2027 

111 N. State 

100518049 

Marshall Field and Company 
Building 

42 

11/19/2013 


2013-2028 

520 N. Michigan 

100518249 

McGraw-Hill Building 

42 

11/19/2013 


2013-2029 

520 N. Michigan 

100518253 

McGraw-Hill Building 

42 

11/19/2013 


2013-2030 

224 S. Michigan 

100518260 

Historic Michigan Boulevard 
District 

42 

11/20/2013 


2013-2031 

600 E. Grand 

16047 

Navy Pier 

42 

11/20/2013 


2013-2032 

17 N. State 

100516999 

Jewelers Row District 

42 

11/20/2013 


2013-2033 

12 S. Michigan 

100518120 

Historic Michigan Boulevard 
District 

42 

11/18/2013 

11/19/2013 

2013-2034 

1293 N. Milwaukee 

100514063 

Milwaukee Avenue District 

1 

11/21/2013 


2013-2035 

141 W. Jackson 

100517032 

Chicago Board of Trade Building 

2 

11/21/2013 


2013-2036 

1310 E. 49th 

100517611 

Kenwood District 

4 

11/21/2013 


2013-2037 

18 S. Michigan 

100518531 

Gage Group 

42 

11/5/2013 

11/21/2013 

2013-2038 

730 S. Dearborn 

100513096 

Printing House Row District 

2 

10/28/2013 

11/21/2013 

2013-2039 

141 W. Jackson 

100513182 

Chicago Board of Trade Building 

2 

11/22/2013 


2013-2040 

1801 S. Indiana 

100518343 

Prairie Avenue District 

2 


Thursday, December 05, 2013 


Summary 

Interior 

Scaffold 

Mechanical 

Miscellaneous 

Miscellaneous 

Mechanical 

Miscellaneous 

Interior 

Miscellaneous 

Interior 

Interior 

Exterior 

Exterior 

Interior 

Interior 

Interior 


PRC Date Approval Conditions 

Interiors only: Interior remodeling of an existing single family residence 
per Historic Preservation stamped plans dated 11/19/13. No change to 
front fagade or window replacement permitted with this approval. 


Scaffolding only: Erect 2 scaffolds from 11/20/13 to 11/20/14. No other 
work. 

Electrical only: Empty conduit system for a required fire alarm system. No 
other work. 

Miscellaneous: Revision to permit #100471097 to change plumber. 

Miscellaneous: Revision to permit #100493014 to change plumber. 

Electrical: Installation of low voltage data structured cable system. No 
other work. 

Erect and operate six riding devices from December 5, 2013 to January 12, 
2014 for Winter Wonderfest in Navy Pier Hall A & B. 

Interior alterations to Unit 400 per Landmark stamped plans dated 11/20/13. 
No window replacement or work to exterior with this permit. 

Revision to 35-ton derrick permit #100514333. The east sill connection 
detail is revised per the as-built conditions, as per plans. 

Interior alterations per Landmark stamped plans dated 11/20/13. Work to 
Milwaukee Avenue fagade being permitted separately; signage for 
Milwaukee Avenue fagade being permitted separately. 

Interiors only: Interior build-out of existing computer room on the 6th floor 
per Historic Preservation stamped plans dated 11/21/13. 

Exterior: Replace existing asphalt roof with new architectural asphalt 
shingle roof. Work also includes removal of slate dormer cladding and 
repalcement with new Ecostar Majestic Tile (artificial slate) to match 
historic color, texture profile, coursing and lap exposure. No window 
replacement or other work permitted with this approval. 

Exterior: Add 14' x 17' skylight to existing building per Historic 
Preservation stamped plans dated 11/21/13. Height of skylight to be no 
greater than height of parapet walls. 

Interiors only: Interior buildout for a tenant on the first floor per Historic 
Preservation stamped plans dated 11/21/13. No change to existing 
storefronts. 

Interiors only: Interior alterations in existing office buiding at the 28th floor 
per Historic Preservation stamped plans dated 11/21/13. Work includes 
installation of one new louver, to be installed in existing window frame and to 
match the color of the window frame. No other work. 


Modernization of existing freight elevator 


Approval 

11/19/2013 

11/19/2013 

11/19/2013 

11/19/2013 

11/19/2013 

11/19/2013 

11/20/2013 

11/20/2013 

11/20/2013 

11/20/2013 

11/21/2013 

11/21/2013 

11/21/2013 

11/21/2013 

11/21/2013 

11/22/2013 
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Date rec'd 

Cor rec'd Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

9/30/2013 

2013-2041 

2210 N. Cleveland 

100505908 

Mid-North District 

43 

11/22/2013 

2013-2042 

55 E. Monroe 

100516849 

Historic Michigan Boulevard 
District 

42 

11/22/2013 

2013-2043 

135 S. LaSalle 

100518453 

Field Building 

42 

11/22/2013 

2013-2044 

50 W. Washington 

100518686 

Richard J. Daley Center 

42 

11/25/2013 

2013-2045 

350 E. Cermak 

100516089 

R.R. Donnelley Plant 

2 

11/25/2013 

2013-2046 

1615 N. Cleveland 

100518882 

Old Town Triangle District 

43 

11/25/2013 

2013-2047 

5230 S. Greenwood 

100516520 

Greenwood Row House District 

4 

11/25/2013 

2013-2048 

1615 N. Cleveland 

100518840 

Old Town Triangle District 

43 

11/25/2013 

2013-2049 

1807 N. Sedgwick 

100514956 

Old Town Triangle District 

43 

11/25/2013 

2013-2050 

17 N. State 

100518974 

Jewelers Row District 

42 

11/25/2013 

2013-2051 

135 S. LaSalle 

100518448 

Field Building 

42 

11/12/2013 

2013-2052 

206 W. Eugenie 

100516709 

Old Town Triangle District 

43 

11/26/2013 

2013-2053 

200 S. Michigan 

100519062 

Historic Michigan Boulevard 
District 

42 

11/26/2013 

2013-2054 

17 E. Monroe 

100519034 

Palmer House Hotel 

42 

11/26/2013 

2013-2055 

1356 E. Hyde Park 

100519148 

Kenwood District 

4 


11/26/2013 

2013-2056 

1356 E. Hyde Park 

Environmental 

Kenwood District 

4 

11/26/2013 

2013-2057 

141 W. Jackson 

100519178 

Chicago Board of Trade Building 

2 


Thursday, December 05, 2013 


Summary 

New Construction: 
Addition 

Interior 

Interior 

Miscellaneous 

Interior 

Interior 

New Construction: 
Addition 

Mechanical 

Exterior 

Mechanical 

Interior 

Exterior 

Mechanical 

Mechanical 

Exterior 

Environmental 

Mechanical 


PRC Date Approval Conditions 

11/07/13 Exterior and interior rehabilitation as per Landmark stamped plans dated 
11/22/13 with new front 2-story glass bay and new stair and elevator 
penthouse. 

Interior demolition of existing tenant build-out space on Mezzanine level for 
Suite F as per Landmark stamped plans dated 11/22/13. NO exterior 
changes allowed with this permit. 

Installation of new chilled water units located in the sub sub basement 
serving the UPS Rooms as per plans. 

Erect temporary stage with ramp for tree lighting ceremony on 11/26/13. 


Interiors only: Alterations to existing office buiding include the north lobby 
and the south loading dock per Historic Preservation stamped plans dated 
11/25/13. 

Interior work only: repair and replace existing plumbing fixtures, cabinetry, 
tile and drywall to unit 2N 

New Construction: New wood frame 1-story addition at rear of mid-block 
rowhouse. No change to front fagade windows or doors. New additional no 
taller or wider than historic building. 

Install new outlets, switches, and GFCI outlets in Unit 2N 

Rebuild frame front stairway of two story single family residence per 
Landmarks stamped plans dated 11/25/13. No window replacement or other 
exterior work to occur with this approval. 

Installing security alarm. Interior work only. 

Replace 1 exhaust fan as per Landmark stamped plans dated 11/25/13. 
Existing decorative grille/louver to remain in concourse. 

Replace 8 windows for new 1/1/ double-hung clad-wood windows. Existing 
brick molds to remain unchanged. 

Electrical only; Monthly maintenance only. 

Electrical only: Monthly maintenance. 

Exterior: Tuckpoint south and east elevations and replace 50 bricks. 

Repair parapet walls south and east, repalce 20 lintels less than 6' long. 

All work same as existing. Any required new masonry to match size, color, 
texture and appearance of historic. New mortar to match color, type, texture 
and joint profile of existing. All salvageable masonry to be retained and 
reinstalled. No window replacement or other work permitted. 


Environmental: Dry grinding only. Care to be taken not to damage 
surrounding masonry units. No other work permitted. 

Electrical only: Monthly maintenance. No other work. 


Approval 

11/22/2013 

11/22/2013 

11/22/2013 

11/22/2013 

11/25/2013 

11/25/2013 

11/25/2013 

11/25/2013 

11/25/2013 

11/25/2013 

11/25/2013 

11/12/2013 

11/26/2013 

11/26/2013 

11/26/2013 

11/26/2013 

11/26/2013 
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Date rec'd Correc'd 

Rev # 

Address 

Permit # 

Landm ark/District 

Ward 

Summary 

PRC Date 

Approval Conditions 

Approval 

11/18/2013 11/27/2013 

2013-2058 

332 S. Michigan 

100517047 

Historic Michigan Bouievard 
District 

42 

interior 


interior aiterations to office space on Fioors 12 and 13 as per Landmark 
stamped pians dated 11/27/13. NO change to existing ceiiing soffits, 
windows, or exterior facades aiiowed with this permit. 

11/27/2013 

11/27/2013 

2013-2059 

600 E. Grand 

16107 

Navy Pier 

42 

Misceiianeous 


Erect and operate two riding devices (Zamperia jump star iighthouse and 
trackiess train) from 12/5/13 to 1/12/14. 

11/27/2013 

9/19/2013 11/27/2013 

2013-2060 

1543 W. Jackson 

100502419 

Jackson Bouievard District 

2 

Exterior 


instaii new LVL joist to support new raiiings per Landmarks stamped pians 
dated 11 /27/13. Deck rebuiit same size as existing. 

11/27/2013 

9/19/2013 11/27/2013 

2013-2061 

1538 W. Jackson 

100502415 

Jackson Bouievard District 

2 

Exterior 


instaii new LVL joist to support new raiiings per Landmarks stamped pians 
dated 11/27/13. Deck rebuiit same size as existing. 

11/27/2013 

11/29/2013 

2013-2062 

3456 S. Western 

100519424 

Schiitz Brewery-Tied House 

12 

Mechanicai 


Eiectricai work oniy. No other work to occur with this approvai. 

11/29/2013 

11/27/2013 

2013-2063 

1375 N. Miiwaukee 

100516703 

Miiwaukee Avenue District 

1 

interior 


interior buiid-out of existing ground floor mercantiie storefront, instaiiation 
of new serving counter with seating. New piumbing per pians. New 
eiectricai districutions oniy - no new eiectricai service. No new mechanicai 
systems (existing to remain). No exterior work. Existing storefronts and 
entry doors to remain. 

11/29/2013 

11/29/2013 

2013-2064 

555 S. Dearborn 

100508874 

Printing House Row District 

2 

Exterior and Interior 

Addition to the existing penthouse structure on the roof of the property per 
Landmarks stamped pians dated 11/29/2013. The Resysta waii ciadding 

11/29/2013 


shall be FVG C-42 "Cape Cod”. No other work to occur with this approvai. 


TOTAL # OF PERMIT APPLICATIONS APPROVED: 

160 


TOTAL # OF REVIEWS PERFORMED 

184 


REVIEWS PERFORMED IN 1 -DAY OR LESS 

173 

94% 


Thursday, December 05, 2013 







